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COMMtTTCE ON APfNOnUATKNIS 
WaSMINOTON. D.C. 20B10 


December 21, 1984 


84 


10133 


Chrono 


The Honorable William J. Casey 
Director of Central Intelligence 
Central Intelligence Agency 
Washington, D. C. 20505 

Dear Director Ceisey: 

, The Committee has reviewed and does not object to the 
reprograming reguest outlined in your letter of De center 3, 1984. 

With best wishes , 


Cordially , 



TED STEVBKS 
Chairman 

Subccmunittee on Defense 
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